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SeK INTRODUCES NEW SAFETYWIRE TWISTING PLIERS 


CHICAGO (August 10, 2004) - S*K has introduced a new line of safety wire twisters. With the quality you expect from S*K, 
these made-in-the-U.S.A safety wire twisting pliers provide the technician results that conform to the highest standards, including 
aerospace applications. These products are used in aviation, racing, industrial, and military applications where vibration is found 
and loose fasteners may result in a catastrophic consequence. 


Compared to a regular plier, where manual hand twisting is necessary, the S*K Safetywire Twisting pliers increases efficiency. After grabbing 
ahold of the safetywire, just a simple twist of the knob causes the plier to rotate on an axis making the wire follow. It’s that easy! 


There are two types of S*K Safetywrie Twisting Pliers, each catering to a different class of user. The Manual Return Wire Twister is the economical 
yet functional tool. The S*K manual return wire twister offers strong performance for the infrequent wire twister user. The Automatic Return Wire 
Twister is for the more serious user. The S*K Automatic Return Wire Twisters feature return springs to twist the pliers and therefore the wire. Amust- 
have for a technician who uses the tools on a daily basis, protecting them from fatigue. Both types of pliers have the option to include the cushion 
throat feature, which protects against FOD or Foreign Object Damage. This feature traps cut wire and keeps it securely in the jaws of the pliers. 


The following are the new pliers. 


s%} 
Part No. Description 

7706 Manual Return Wire Twister, Right Hand Twist 
7736 Manual Return Wire Twister, Right Hand Twist w/ Deluxe Pull Knob 
7740 Manual Return Wire Twister, Right Hand Twist w/ Cushion Throat 
7716 Automatic Return, Reversible Wire Twister 

1126 Auto Return, Reversible Wire Twister w/Tigerwave Cushion Throat 
7709 Manual Return Wire Twister, Right Hand Twist. 

7129 Automatic Return Wire Twister, Right Hand Twist 

7730 Manual Return Wire Twister, Right Hand Twist 

7739 Automatic Return Wire Twister, Right Hand Twist w/ Cushion-Throat 
77149 Auto Return, Reversible Wire Twister w/Tigerwave Cushion Throat 
77119 Automatic Return Reversible Wire Twister 

1122 Manual Return Wire Twister, Right Hand Twist 

7123 Long Reach Wire Twister, Right Hand Twist and Manual Return 


No. 7715 Wire Twister Set \_ gan 
Contains: és: 
*7706, 7729, 7723 


+ 1/4” spools of .020”, .032”, and .041” stainless steel safety wire 
+ Packaged in a Blow Molded Case 


MADE IN THE U.S.A. 


Founded in 1921, S*K Hand Tool Corporation is a leading designer and manufacturer of 
professional hand tools for automotive assembly and maintenance applications; industrial 
assembly, production, and maintenance applications; and construction and trades 
applications, S*K’s major product lines include sockets, ratchets, wrenches, 
screwdrivers, pliers, hammers, chisels and storage chests. 
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